DECISION TABLE 

For use of this form, see DA PAM 5-20; the proponent agency is ACSIM. 

IF THE CONTRACTOR'S 
DEFICIENCY IS 

PROBABLE CAUSE FACTORS 
IMPACTING CONDITIONS ARE 

WHICH COULD RESULT FROM 

SUGGESTED REVIEW PROCEDURES AND 
PREVENTIVE MEASURES IS/ARE 
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